General Description 

The L3000 Window Accounting Computer is a general purpose unit with self-contained 
memory and logic. 

It is designed for a window or counter environment wherever business is conducted directly 
with a customer. 

The console accommodates passbooks, ledgers, transaction tickets and/or unit set docu- 
ments according to applicational needs. 

Complete flexibility for transaction processing and data accumulation is provided by the 
internal program. 

The L 3000 has the modularity for conversion to an on-line terminal computer. 



Hardware Characteristics (continued) 



■ Input/Output 

Paper tape and edge punched card in and out 
80-column card in 

■ Power requirements 

120 volts-60 cycles 

■ Physical Characteristics 

Keyboard Printer Section 

Height- 13" 

Width -30" 

Depth -26" 
Logic and Memory Section 

Height-37" 

Width-25" 

Depth -30" 

Sections are cable connected and can be separated 
(Maximum optional cable length: 150') 

■ Data communications modularity 

Ability to add, in your office, data communications capability; converts the Series L 
to an on-line terminal computer for remote-site data communications use 
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